Prosthesis breast forms, also known as breast prostheses or breast enhancers, are 
artificial breast shapes that can be worn by women who have had a mastectomy or 
other breast surgery. They are designed to restore the natural shape and appearance 
of the breast and provide support and comfort to the chest area. 


Different types of prosthesis breast forms are available, each with unique features 
and benefits. Some are made from silicone, a soft and flexible material that mimics 
the feel of natural breast tissue. Others are made from foam or other lightweight 
materials that are easier to wear and more comfortable for everyday use. 


e One of the biggest benefits of prosthesis breast forms is that they can help 
women feel more confident and self-assured after breast surgery. 
Many women claim feeling more feminine and attractive after wearing a 
prosthesis, which can boost their self-esteem. 
Additionally, prosthesis breast forms can also help women feel more 
comfortable and secure in clothing, as they can help to balance out the 
silhouette and provide a more natural shape to the chest area. 


So, what are you waiting for? Select from the huge range of prosthesis breast 
forms at Cure Diva. 


